Order Wo. 1124040 (LAKE 81-124-R) cites a violation of
30 CFR 75.1003-2(c) for the following condition:

An inspection revealed that on February 27,
1981, a belt conveyor tailpiece unit (off-track
mining equipment) was moved along the No. 1 main
line haulage road under energized trolley wire
without the direct supervision of a certified
person.  The recovery foreman in charge was not
physically present during the transporting oper-
ation,  w. Mclntire, Recovery Foreman, was the
person in charge.

Order No. 1124041 (LAKE 81-125-R) cites a violation of
30 CFR 75.1003-2(d) for the following condition:

An inspection revealed that on February 27,
1981, a belt conveyor tailpiece unit {off-track
mining equipment) was moved along the No. 1 main
line haulage road under energized trolley wire in
violation of the following mandatory standard:
"The frame of the belt conveyor tailpiece unit was
not covered on the top and trolley wire side with
fire-resistant material.  The top surface of the
unit measured 10 feet, 6 inches in length by
5 feet, 9 inches to 6 feet, 9 inches in width, and
only one piece of fire-resistance belt measuring 5
feet, 2 inches in length by 3 feet in width was
placed on top of the unit.  W. Mclntire, Recovery
Foreman, was the person in charge.

Stipulations

In the first preliminary statement filed September 1,
1981, the parties agreed to the following stipulations:

1.   Quarto Mining Company is the operator of
the Powhatan No. 4 Mine.

2.   The operator and the Powhatan No. 4 Mine
are subject to the jurisdiction of the
Federal Mine Safety and Health Act of
1977.

3.   The presiding administrative law judge has
jurisdiction over this proceeding.
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